your feet".  He heard no one scream and saw no one grab
anyone's arm, and he stated that "everyone kind of got quiet"
{Tr. 347) .  He confirmed that foreman Walter Petros called
out on the elevator phone and that after the call the elevator
came up.  After he got off the elevator he encountered Mr. Willis
and they went to Mr. Hager' s office and Mr. Bair told Mr. Hager
that "the elevator did mess up".  Since he did not believe that
it dropped, he said nothing to Mr. Hager about any reported
drop.

Mr. Bair stated that at no time did he hear anyone
state that the elevator had dropped.  He confirmed that a
week prior to the hearing Mr. Kessler remarked that he thought
the elevator had dropped and while Mr. Bair disagreed with
him he told Mr. Kessler "to tell them the way he really feels"
(Tr. 349) .  Mr. Bair also confirmed that he did not speak
with Mr. Hogan or Mr. Ventura on the day in question.

In response to further questions, Mr, Bair stated that
when the elevator stopped he felt "a little light", but that
his knees did not buckle and his feet never left the floor
{Tr. 350) .  He indicated that "I think some people had some
pretty big eyes, . . . but outside of that everything was
pretty quiet right after that, until they made the
telephone call" (Tr. 353) .  He said that he would have ridden
the elevator again "once it was checked".

Adren A. Whitehair, maintenance clerk, testified that
while he was not directly involved in the repair of the elevator
on December 28, 1983, he was aware of the problems that day.
He confirmed that a Haughton elevator representative and surface
electrician Scott Kramer had performed some work on the elevator
on the morning of December 28, and that no other problems
developed until late in the afternoon.  He received a call
from the bottom of the elevator which indicated that the
doors would open and close but that the elevator would not
work properly.  He contacted Jackie Smith in the shop, and
Mr. Smith and shop mechanic Jim Howard checked the elevator,
and they "recycled" it by turning the power on and off.  They
then tested it by "two dry runs" and it worked properly.
However, ten to fifteen minutes later the doors malfunctioned
and Mr. Smith recycled it a second time, and after testing
it he indicated that it was working (Tr. 358).

Mr. Whitehair testified that after the first elevator
malfunctions were taken care of he received a call that the
elevator had stopped.  Mr. Petros advised him that it stopped
approximately 100 feet from the top of the shaft and he said
nothing about any drop.  Mr. Whitehair then went to the penthouse,
and Jackie Smith was checking the contactors.  The elevator
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